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Digital 

Chef s Thermometer 


OPERATING INSTRUCTIONS 

A. To install Battery: 

Insert screwdriver in slot in edge at case. Twist screwdriver 
to separate the case halves. Slide new battery into holder 
with positive "+" side up. Snap case halves together 
to close. 

B. Operation: 

1 . Turn switch to ON position. Temperature will 
appear on display. 

2. Trie temperature sensor is located in the lower 1 A" 
of the stem. For the most accurate results, place 
the stem at least V2" into the food. 

3. Turn the switch to OFF position when finished 
to conserve battery life. 

Note: The head of the thermometer has a flat edge to 
prevent the DT302 from rolling off the counter. 

Important: Do not leave thermometer in food while 
cooking. Do not immerse thermometer head in water 
while cleaning. 



5 Year Limited Warranty: Any instrument that proves Component Design 

to be defective in material or workmanship within Northwest, Inc. 

five years of original purchase will be repaired or p.o. Box 1 0947 

replaced without charge upon receipt of the unit Portland, OR 97296 

prepaid at the address listed to the right. This info@cdnw.com 

warranty does not cover damage in shipment or www.cdnw.com 
failure caused by tampering, obvious 
carelessness or abuse. 
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